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TO SECSTATE WASH DC IMMEDIATE 8153 

CONFIDENTIAL OECD PARIS 19985 

EXCON 

CORRECTED COPY (REF COCOM DOC 75 1589 VICE 1584) 

E.O. 11652:PXGDS1 
TAGS: ESTC, COCOM UK, UR 

SUBJECT: UK EXPORT OF DIGITAL CIRCUIT TEST SYSTEM 
TO USSR IL 1355 

REF: COCOM DOC (75) 1584 

1. URGENCY REQUEST. ONE DIGITAL CIRCUIT TEST SYSTEM 
MODEL MEMBRAIN MB 1530 AND SPARES. VALUE $40,320. 
INPUT/OUTPUT PINS EXPANDABLE FROM 64 TO 224, TEST RATE 
700 KHZ (1.4 MICROSECONDS) PIN CHANGES 500 KHZ 

(2.9 MICROSECONDS). END USER: V/O VNESHTECHNIKA MOSCOW 
(ELECTRONIC INSTRUMENT SERVICE AND INSTALLATION), 
STAROKONJUSHENNY, PER 6, MOSCOW TO BE USED IN FAULT 
FINDING ON DIGITAL LOGIC PRINTED CIRCUIT CARDS. 

BROCHURES BEING AIRMAILED 8/1. 

2. URGENCY PROCEDURE INVOKED BECAUSE DELIVERY 
REQUIRED IN AUGUST. 

3. VIEWS REQUESTED 8/8. PLEASE INSTRUCT. 

KATZ 
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Control Number: n/a 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Remarks: 

Document Number: 19750ECDP19985 

Document Source: CORE 

Document Unique ID: 00 
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Executive Order: XI 

Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 52 
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Original Classification: CONFIDENTIAL 
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